Wycomhe 
friendly 


WYCOMBE Wanderers have 
arranged a friendly tomorrow 
night (Tuesday) when they take 
on Mike Keen’s Watford at 
Loakes Park. Kick-off is 7.30 
pm, 


It seems Mike will be anxious 
to get as many games as possible 
against non-league opposition 
before his F.A. Cup third round 
tie at Northwich Victoria, 4-0 
winners over Peterborough in 
the last round. Watford beat 
Hillingdon 3-2 in the second 
round. baie scl tac 


